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ST.  THOMAS  CHURCH 

"Oldest  Church  in  North  Carolina" 
BATH,  NORTH  CAROLINA 
Construction  on  this  Episcopal  Church  began  in 
1734  and  was  probably  completed  prior  to  1740. 
King  George  II  presented  the  church  with  a  pair 
of  silver  candelabra.  The  Queen  Anne  Bell,  housed 
in  a  small  tower  near  the  church,  was  presented 
by  the  Queen  whose  name  it  bears. 
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